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Wiring Diagrams of Connections to Series 3 and Series CA6 Motors, 
used with Singer 221-1 Machine. 




Singer Wiring for electric sewing 
machines from approximately 1930-1960 

Note: These four diagrams are basically the 
same thing. Just four different ways of showing 
the way that the Singers of this era were wired. 

Bill Holman 
Madison, WI 












































































































































